DOCKETED ITEMS     2C

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300329 Forwards R-90-01-NPS, "Review of Integration of Engineering Assurance
Functions into Nuclear QA & Nuclear Engineering, Part 2." Review of integration of
engineering assurance functions.scheduled for June 1990 delayed until Sept 1990.
WALLACE.E.G. Tennessee Valley Authority. 90/04/23. Document Control  Branch
(Document Control Desk). 2pp. 53636:141-53636:153.

-9004300351 "Review of Integration of Engineering Assurance Functions into Nuclear
QA & Nuclear Engineering,Part 2."
MULLEE.G.R. Tennessee Valley Authority. 90/02/28. 10pp. 53636:143-53636:153.

9005240271 Forwards "Nuclear QA - Nuclear Engineering Action Plan to Address Nu-
clear Managers Review Group Rept R-90-01-NPS,"

WALLACE.E.G. Tennessee Valley Authority. 90/04/24. Document Control Branch
(Document Control Desk). 3pp. 53909:001-53909:013.

-9005240273 "Nuclear QA - Nuclear Engineering Action Plan to Address Nuclear Man-
agers Review Group Rept R-90-01-NPS."
MARTIN.LE. Tennessee Valley Authority. 90/04/30. 10pp. 53909:004-53909:013.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for

Safety-Related Components." Svc list encl.
PARTLOW.J.G. Associate Dire

Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppj 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103,

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc

ROSSI.C.E.  Division of Operational Events Assessment (Post 870411).   90/05/
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036. "Apparent Falsification of State of CT Wei<
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411).  90/05/,
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorc
Motor Actuators." Svc list encl.

ROSSI.C.E.  Division of Operational Events Assessment (Post 870411).  90/05/
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear po<
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolic
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300329 Forwards R-90-01-NPS, "Review of Integration of Engineering Assurai
Functions into Nuclear QA & Nuclear Engineering, Part 2." Review of integratior
engineering assurance functions.scheduled for June 1990 delayed until Sept 1990.
WALLACE.E.G. Tennessee Valley Authority. 90/04/23. Document Control Bra
(Document Control Desk). 2pp. 53636:141-53636:153.

-9004300351 "Review of Integration of Engineering Assurance Functions into Nuc
QA & Nuclear Engineering.Part 2."
MULLEE.G.R. Tennessee Valley Authority. 90/02/28. 10pp. 53636:143-53636:153.

9005240271 Forwards "Nuclear QA - Nuclear Engineering Action Plan to Address
clear Managers Review Group Rept R-90-01-NPS."

WALLACE.E.G. Tennessee Valley Authority. 90/04/24.  Document Control Brs
(Document Control Desk). 3pp. 53909:001-53909:013.

-9005240273 "Nuclear QA - Nuclear Engineering Action Plan to Address Nuclear r\
agers Review Group Rept R-90-01-NPS."
MARTIN.L.E. Tennessee Valley Authority. 90/04/30. 10pp. 53909:004-53909:013.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactoi
request for info on status of licensee implementation of generic safety issues rasa
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consol
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applican
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interfao
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Conso
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Stratogle
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16, Consa
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nu
power reactor facilities re accident mgt strategies for consideration in individual
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consc
ed Edison Co. Of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Mlsraprt
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment {Post 870411). 90/0
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulator
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/C
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Sett
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   90/(
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Z
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   90/1
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   90/
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications i
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   90/
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753'203/09.
